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LIMITED OFFICIAL USE MANILA 5449 

FOR A/SY/OPS/T FROM TSO 

HONG KONG FOR OIC/RTC 

E.O. 11652: NA 
TAGS: ASEC 

SUBJECT: TSO LAB ALARM INSTALLATION 

PLEASE PURCHASE ONE (1) EACH ADT MAGNETIC SWITCH WITH 
BIAS MAGNET. THIS SWITCH WILL BE INSTALLED ON NEW 
CLASS FIVE (5) VAULT DOOR ORDERED FOR THIS OFFICE. 
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